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BILL NO . S-73-12- 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving a contract with 
ALL-PHASE ELECTRIC for cable for Light 
Construction* 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. A certain contract approved November 29, 

1973, between the City of Fort Wayne, by and through its Mayor 

and the Board of Public Works, and ALL-PHASE ELECTRIC, for: 

15,000 Ft. 1/2" 7x#6, 40% conductivity, 

high strength copperweld messenger 

for aerial cable $6,227.12 

all as more particularly set forth on CITY UTILITIES PURCHASE 

ORDER NO. 2605, which is by reference incorporated herein and 

made a part hereof, is hereby in all things ratified, confirmed 

and approved. 


SECTION 2. This Ordinance shall be in full force and 



Read the first time in full and on notion by 


'^cJ , seconded 07 


to the Co mal ttee on 


, and duly adopted, read the second tine by title and referred 

/0 . 


Lan 


L 


Cos niasioxi fa ^-r^eeonErexidattati) andrTublic nearing to be held after durrAegai notice, 

attho Couneil Cham b e rs, C ity-€eunt^-Bai lding, g er^dfeyney-^ndiaiia, xm __1 

the" day 'of ,197 ~ 


ah 


o ' c inch R - M . , E .T , 


Date: 


73 






CITY CLERK 


Read the third tine in full and on motion by 


seconded b y 


and duly adopted, placed on Its passage. 


Passed (LOST) by the following vote: 

_ L 


AYES 

BURRS 
HINGA 
KRAUS 
MOSES 
MJGKOLS 
SCHMIDT, D. 
SCHMIDT, V. 
STIER 
TALARICO 
DATE: 


DAYS 


ABSTAINED 


ABSENT 





±1 


to-wit : 







CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 

as ( Zoning - Map ) (General) ( Annexation) (Special) -(Appr-epriatlon) Ordinance 

(Resolution) No. ,-</ ~ — 33 


on tne . 


ATTEST: (SEAL) 

(sjJ • 

CITY CLERK 


JZ d ay of 197oO 

XjQ c 


PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the //. 
day of / Cj y/ f C - , 19 V. -• .-.-S ? a o 


the hour of / 33 ° 1 clock 


// . M. 


E.S.T, 



CITY CLERK 


Approved and signed by me this C ' J "ill d ay of 

at the hour of ■ h , \ [ o'clock F M, , E.S.T 


} i 


.970 , 



.YOR 


St73-12-16 


Bill No. 


REPORT OF THE C0M1ITTEE ON CITY UTILITI ES 

We, your Committee on __ City Utilities to whom was referred an Ordinance 

approving a contract with ALL-PHASE ELECTRIC for cable for Light 

Construction 


P 



; ■ ©DTV ®W F©ffi¥ wms\ 

CITY UTSUHES 

DEPARTMENT OF PURCHASES 
ROOM 950 CITY -COUNTY BUILDING 
NUMBER ONE EAST MAIN SJREET 
FORT WAYNE , INDIANA 46802 


ORIGINAL 

PURCHASE ORDER NO. 


26 OH 


O %Jl 

This number must appear on each pack- 
age, packing slip, invoice, bill of lading,, 
express receipt and correspondence. 


r 


L 


All-Phase Electric 
2732 Broadway St, 
Ft, Wayne, Indiana 



SHIP TO — - 

Light Constructio 
170 1 0 . I + + 


n 


L I j_j 1 1 | OOMO i i 

170! S, Lafayette St, 
Ft, Wayne, Indiana 


MAIL ALL INVOICES TO - 
CITY UTILITIES 

GENERAL ACCOUNTING 
4th FLGQiR CITY- COUNTY BUILDING 
NUMBER ONE EAST MAIM STREET 
FORT WAYNE , INDIANA 46802 
INVOICE IN DUPLICATE, INCLUDING 
CERTIFICATION AS REQUIRED 8Y 
INDIANA STATE BOARD OF ACCOUNTS 


QUANTITY 


QUANTITY 

ORDERED 


DESCRIPTION 


ACC'T. OR 

W.O. NO. 


UNIT PRICE 


154,02 


5 , 0Q0 Ft, 


Att 

z 


7x#6 ? 40$ conductivity, high 


strength copperweld messenger for aerial 
cable. 


Weight; 7,725 


SUBJECT TO COUNCILMAN I C APPROVAL, 


Delivery; 8 Weeks, Freight Allowed 



c fC(V^ 


to 

«a«nr\ art Oi©'7- t 

O'®’* A\\s F'VO- ,; ; 4n • 

port ft;;"* < 

. .. p O. 

ST° V ’ ’ 

and 


SB/ie ,773-328 


80,61/ 

cwt 


6227 


\ 1 


Accoi 

Q\&&' 


■v-V 

;C 

ha 


d&so ; 


pac 


m' 




SUP 


. 12 


NOTE- TERMS OF PAYMENT MUST BE SHOWN ON FACE OF INVOICE. OTHERWISE A 2 % CASH DISCOUNT WILL Be TAKEN „ 


BY- 


/ CVfY UTJ.tlTIEfS PURCHASING. AGENT*' G 

/VoRHh'u-S 


SUBJECT TO CONDITIONS ON REVERSE SIDE 


7 x ffo 


Following quotations received fors 15,000 feet 
4 0/6 conductivity, high strength Copper-weld messenger for aerial 
cable. Weights 7,725 lbs. 


Graybar Electric 
All-Phase Electric 
Griffin Electric 
Delivery from each 


80 . 61 /c wt . 
81 . 74/c wt. 
company s 8 weeks 


$6,383.00 

$6,227.12 

$6,314.42 


< 


- digint sheet 

^ v;? City Utilities Purchase Order #2605 for Cable 

J. } *. . » i.’i v. • c v.^ /. v. - . .. - L'. “ 

t 

» 

D E A .Ni’MH N Y Kiev) u.uIS .V1MG OKDjlMANCF Board of Public Works 


5 - 


S: 


:>Si'S 0.5 ' oo: 


ANCH Reg u e s t t he a d p ro va 1__ o f thi_e _pu r c ha se_ jd f 15,000 feet 


of high strength copperweld messenger for aer ial cable from A ll -Phase Electric 

for use at lig ht co nstru ction. _j 

(Bi d Tabula tion a ttac hed) ___ 




EFFECT OF PASSAGE will have the cable to be used at the new substations. 


EFFECT OF NOlSi -PASSAGE Will not have the cable in inventory. 


MONEY INVOLVED (Direct Costs, Expencliixti'es, Sayings) 


.Iota l_.Ois.t_tcL_Cl±yJJ± ili± iesj 1 6_,2_2. 7..J2. 


